AMENDMENT NO.1, 2012 


IS 12640 (Part 1): 2016/IEC 61008-1: 2012 RESIDUAL CURRENT OPERATED 
CIRCUIT- BRAKERS WITHOUT INTEGRAL OVERCURRENT PROTECTION FOR 
HOUSEHOLD AND SIMILAR USES (RCCBs) 

PART 1 GENERAL RULES 


(Second Revision) 


Amendment No. 1 is incorporated in IS 12640 (Part 1): 2016 


(ETD 07) 


